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266 HARVARD Swiss Tar : 6.0 / SN : 0.6 

Development phase 

During the meeting held on the 18th of April 1980 
with Marketing Switzerland, it was decided that in 
the future the MURATTI 2Q00 1 will be produced with a 
25 mm triple filter. 

This decision implies a machine development which 
is presently estimated! to take six months. 

Therefore the development of the prototypes will 
start during October 1980. In the meantime a ciga¬ 
rette with a double filter will be developed in 
order to keep the analytical results and the taste 
evaluation under control. 

The launch is foreseen for May 1981. 


271 _ COLORADO Swiss Tar : 3.0 / SN : 0.3 

Development phase 

The situation concerning the filter and the launching 
date is identical as in project HARVARD. 

The trial program established in February (See monthly 
report of February 1980) has been realized. 

Prototypes Nos 54 and! 56 have been chosen by Panel A. 
Nevertheless they do not correspond to the final 
objective with regard to taste. The first puffs 
have an insufficient Impact. 

New prototypes will be produced with the same purpose 
as in project HARVARD. 
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Source: https://www.industrydocuments.ucsf.edu/docs/xgnl0000 
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278 EVEREST 

The £inal decision concerning the industrial production 
of the triple filter is the following : 


Plug_l 

: 2.5/48 Y, non porous, 
80/7.78 

format : 


EX-FTR 


Plug_2 

: 5.0/40 X, 68 % of Meerschaum / 

38 % of Pilot Charcoal 11184, 


FU-POV 150 K, format : 
Ex-Baumqartner 

80/7.77 

Plug_3 

: SPA (paper / acetate), 
format : 80/7.78 

non porous 


Ex-JOB 


Combined filter 

: Configuration : Plug 1 

: 5 mm / 


Plug 2 : 10 mm / Plug 3 : 5 mm. 
Plug wrap : FCJ-POV 40 L 
Ex-FTR 


The first industrial production started on the 
9th of April 1980. 

The quality of the finished filters is OK con¬ 
cerning the yield on the machine. Is is more 
than satisfactory. 

The production of the cigarettes started without 
problems on the 23rd of April 1980. 



P. Nagel 
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